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LGE2B72A [ MSD3003GG [ SATURN 4 LITE) ] 






THE SYHBa HARK OF THIS SCHEMETIC DIAEflAM INCDITOflATES 
SPECIAL FEATUBES IMPORTANT FCfl PROTECTION FROM X-flADIATION. 
FILRE AND ELECTRICAL 90CK HAZARDS. «I€N SEHVICIN6 IF IS 
ESSENTIAL THAT ONLY HANIFATURES EFECFIED PARTS 0E USED FCR 
THE CRITICAL CQMPCNENTS IN T>€ SYMBOL NARK OF It£ SCtBCTIC. 
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THE A SYMBOL MARK OF THIS SCHEMETIC DIAGRAM INCORPORATES 
SPECIAL FEATURES IMPORTANT FOR PROTECTION FROM X-RAOIATIDN. 
FILRE AND ELECTRICAL SROCK HAZARDS. WHEN SERVICING IF IS 
ESSENTIAL THAT ONLY HANUFATUflES SPECFIED PARTS BE USED FOR 
THE CRITICAL COMPONENTS IN THE A SYMBOL MARK OF THE SCHEMETIC. 


